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industria Optica Romana is located at. Siem Mancii No, 9b, Bucharest. it 

employs 1,500 workers in the manufacture of the following optical articles: 
2% 

8. Eveglass lenses. ; “ig 

he Binoculars, : 

2. Telescepes. 

d. Periscones. 

uz. Microscopes, 

'. Gamers lenses. 
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iccording to informant who worked on eyegias ss‘ lenses, Industria Optica Romane 
manasactures approximately 4, ,O00 pairs. :of syeglas ses a week, These are 
ttipwved to hospitals and Army centers, 


>. Two unidentified Geruan engineers are euploved at the fectory. 


“he factory guard is composed of 29 militia menbers special security pre- 
caubh)ens are observed in ie mec hanical section of phe TOR. 


ie employee of one se Se 3S not permitted to enter the other sectiors of 
“ye sactory unless special peartiission is obtains : 
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